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I, Doscription of Incident 


An alrran siphted an unidentified flying object at 0815 2. Tho object wma 
round and small and eppeared to be whirling at its top. It moved NNE, changing 
color in sequences of red, blue and white. From time to time, it maneuvered 
erratically. 


II. Discussion of Incident 


Tho report is l=cking in background data. From the description, ths object 
could possibly be a falloon. 
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III. Conclusion : \ 


Insufficient data to evaluate. 
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